Clearwater Community Hospital
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Clearwater Community Hospital is
a modern 120-bed general medical/
surgical hospital that has been
helping Clearwater families stay
healthy for more than 12 years.
And CHS volunteers have been an
important part of that personalized,
quality health care.
?Dawn Felice discharges her sister Melanie
after a visit at Clearwater Community
Hospital.
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